CHAPEL  OF  THE  WORKER 


Not  often  found  on  the  industrial  scene,  a  non- 
denominational  chapel  inspired  by  St.  Joseph  the 
Worker,  located  in  the  plant  of  the  Flick-Reedy 
Corporation.  One  of  the  many  unique  facilities 
available  to  employees.  „     ,  ^ 

Flick-Reedy  Corporation 
Bensenville  Illinois 
FLICK-REEDY'S  QUARTER  CENTURY  of  PROGRESS. 


PLACE 
STAMP 

HERE 

26125 


